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Hi-C lk x lk data 



FOV: 105 x 105" 
Cadence: ~5.5s 
Resolution: ~0.2-0.3" 
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Future Work 


Measure velocities of flows 

Study lifetime vs size of features 

Relate to magnetic flux changes using SDO/HMI 

Look for signatures in other wavelengths using SDO/AIA 

Study relation to granules and other small-scale 

photospheric/chromospheric features 

Expand study to full Hi-C field-of-view 



